SAINT  PIUS  X  CATHOLIC  CHURCH 

2653  N.  Ocean  Blvd.  -  A1A 
Ft.  Lauderdale,  Florida 

The  beautiful  six  foot  Crucifix  is  hand  carved  of 
linden  wood. 
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